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On June 6, 1985, the inspector extended the abatement
time further to September 3, 1985, and noted as follows:

The operator stated that he had called
the manufacturer of the LeRoi 12 EH drill for
sound reduction instructions and the engineer
for the manufacturer had told him there were
no engineering controls to reduce the noise,
that they had incorporated all technology
available during construction of same, and
would send a letter to MSHA from the manufac-
turer stating this.  Denver Technical Support
for MSHA was contacted by Sidney Kirk and was
told by them that the noise could be reduced
and that they would come to the mine and
provide assistance.

On August 27, 1985, the inspector extended the abatement
time to October 7, 1985, and noted that "The mine was not in
operation, a resurvey for mixed noise of the 12 EH LeRoi
drill operator could not be made."

On November 7, 1985,the inspector extended the abatement
time to January 10, 1986, and noted that "The Denver Technical
Support Group is scheduled to assist during that week to
attempt to reduce the noise exposure."

On January 7, 1986, the inspector extended the abatement
time to January 31, 1986, and noted as follows:  "On
January 7, 1986, some tests were made and simulated struc-
tures positioned and did show a substantial reduction in the
drill operator position to noise.  Additional time is needed
for the operator to construct the protective barrier on the
drill."

On February 4, 1986, the inspector extended the abate-
ment time to March 31, 1986, and he noted that "The protec-
tive barrier has been completed on the drill.  Additional
time is needed for Denver Technical Support to do a noise
study."

On April 15, 1986, the inspector terminated the cita-
tion, and he noted as follows:

On April 15, 1986, a resurvey of noise on
the stated drill was conducted by the Denver
Technical Support Group.  A reduction of noise
exposure of 5 dBA had been accomplished.  There
is no further engineering control available at
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